other practitioners working with handicapped children. Information is provided to enable
users to contact publishers directly. (LINC does not distribute the materials.)

As part of the Special Education Software Center, LINC provides free searches of its data
base on commercially available software. Parents, teachers, and others may call toll-free
(800) 327-5892 to communicate their information needs and obtain a custom printout from
the data base.

Finally, requestors may contact LINC to learn about the availability of related information
products. For example, LINC publishes print directories that are distributed through Oryx
Press of Phoenix, Arizona, and electronic editions of LINC products will be distributed (Fall
1985) through the CompuServe Information Service, a national on-line computer network
based in Columbus, Ohio.

Materials Development Center (MDC)
Stout Vocational Rehabilitation Institute
School of Education and Human Services
University of Wisconsin-Stout
Menomonie, Wl   54751
(715) 232-1342 (Voice and TDD)

Handicapping Conditions Served:  All handicaps.

Users Served: Vocational evaluators, adjustment specialists, rehabilitation facility managers
and administrators.

The Organization: The Materials Development Center (MDC) is the national central source
for the collection, development, and dissemination of information and materials in the area
of vocational (work) evaluation, work adjustment, and facility management. MDC houses a
comprehensive collection of publications and audio-visuals on such topics as work
adjustment training, behavior modification, comparison of existing vocational evaluation
systems, and rehabilitation workshop management. The Center monitors needs of
professionals in these areas and conducts searches for materials which meet those needs.
When suitable materials cannot be found, MDC develops, field tests, and disseminates
products in the form of publications, slide/tape scries, videotapes, and motion pictures.

Information Services: MDC publications and audio-visual materials are listed in the MDC
catalog, available at no charge from the Center. Brochures describe slide/tape presentations,
filmstrips and cassettes. A nominal fee is charged for materials and publications.
Information searches are performed upon request at a reasonable fee. Literature in the
information retrieval system is primarily on the topics of vocational evaluation, adjustment
services and rehabilitation facility management and operations.

The Work Sample Manual Clearinghouse Catalog, available upon request, describes MDC's
work sample manuals, designed to assess the ability to perform various types of mechanical
and clerical tasks. The approximate cost of assessment tools is given.

A free quarterly newsletter describes MDC materials and services, as well as publications
and products on evaluation, adjustment, and facility management available from other
sources.
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